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Product Specification 

Organic Lemon Essential Oil (Citrus Limon) 



TEST SPECIFICATION 



STORAGE 

Store product in full, tightly closed containers in a cool dry place away from heat and sunlight. 


STABILITY 

When stored for more than 24 months, quality should be checked before use. 



































































